Proje 
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ct  Name:  Red  and  Bonita  RV  / Gold  King 
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ked  Out  By: 
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9/8/2015 

Pulled 
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Item  Description 

Decal  ID  # 

Qty  Requested 

Qty  Out 

Qty  In 

Date 

Returned 

Scanned  In 

Peristaltic  pump 

2 

100  foot  measuring  tape 

1 

Battery  with  Charger  for  Peristaltic 

1 

Horiba  Water  Quality  Meter 

2 

pH  7 Buffer  Solution  (500  mL) 

1 

Peristalitic  Pump  Compatible  Tygon  Tubing  (feet) 

150 

1/4  Inch  plastic  tubing  (feet) 

20 

large  cooler 

4 

paper  towel  rolls 

3 

XL  nitrile  gloves  (boxes) 

3 

S nitrile  gloves  (boxes) 

3 

PH  Paper  (box) 

2 

Water  Filter  (0,45  micron) 

24 

Water  Filter  Adaptors 

24 

1 gallon  Ziplocs 

25 

1 quart  Ziplocs 

50 

nitric  acid  (HN03)  (ampules  5 mL) 

48 

Dl  Water  (Gallons) 

5 

Marsh  McBierney  flow  meter 

1 

250ml  HDPE  bottles 

48 

5 Gallon  Bucket 

2 

Trash  Bags 

10 

Saranex  Suit  (XL) 

10 

Saranex  Suit  (M) 

10 

Tyvek  Suits  (XL) 

10 

Tyvek  Suits  (M) 

10 

500ml  HDPE  bottles 

10 

Green  Gloves  (Size  9 or  10,  pairs) 

30 

Green  Gloves  (Size  6,  pairs) 

20 

Work  Gloves  (L) 

5 

Work  Gloves  (S) 

5 

multi  RAE  pro  (confined  space  configuration) 

1 

multiRAE  Cal  Kit  Case 

1 

0.5L  Regulator 

1 

Isobutlyene  (cylinder) 

1 

4204c 1 04-9667-41  e2-ad0f-5c5657bb3c76 


1778959 


ED  000552  00029116-00001 


4204c 1 04-9667-41  e2-ad0f-5c5657bb3c76 


1778959 


ED  000552  00029116-00002 


